To:  Way,  Steven[way. steven@epa.gov] 

From:  Sandoval,  Joni 

Sent:  Wed  6/1 1/2014  9:41 :08  PM 

Subject:  RE:  Gold  King  Mine  - Planning  TO  $7K 


Ok  I’m  on  it. 


From:  Way,  Steven 

Sent:  Wednesday,  June  11, 2014  3:18  PM 
To:  Sandoval,  Joni 

Subject:  Gold  King  Mine  - Planning  TO  $7K 


Joni, 


It  appears  that  our  timeline  is  too  tight  for  some  of  the  initial  planning  work  and  recon  needed  to 
wait  for  our  system  as  it  now  works  with  QA  as  gate  keepers.  So,  the  last  note  indicated  a $6K 
for  the  Planning  TO,  but  $7,000  is  more  realistic.  I need  this  as  soon  as  possible. 


Thanks, 

Steve 


Steven  Way 

Federal  On-Scene  Coordinator 
Emergency  Response  Unit 
US  EPA  - Region  8 
1595  Wynkoop  Street 
Denver,  CO  80202 

Office:  303-312-6723 
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